To: Tulis, Dana[Tulis. Dana@epa.gov] 

Cc: Cheatham, Reggie[cheatham. reggie@epa.gov] 

From: EOC_Manager, 

Sent: Tue 8/1 1/2015 5:55:19 PM 

Subject: Re: Comms Plan and ICS 207 for Review 

We are updating the org chart and adding some bullets to the Comms Plan. 


EPA HQ EOC Manager 
(202) 250-8703 

(202) 564-3850 - main EOC line 


From: Tulis, Dana 

Sent: Tuesday, August 11, 2015 12:38 PM 
To: EOCJVlanager, 

Cc: Cheatham, Reggie 

Subject: Re: Comms Plan and ICS 207 for Review 

Please put my name next to Reggie's and we need bulllets of what we are doing. 

Dana S. Tulis 

Deputy Office Director 

Office of Emergency Management 

US EPA 

202-564-7938 

On Aug 11, 2015, at 11:50 AM, "EOC_Manager," < EOC Manager@epa.gov > wrote: 


EPA HQ EOC Manager 
(202) 250-8703 

(202) 564-3850 - main EOC line 

<Copy of ICS 207 Form - Gold King Mine Release - 08.1 1. 2015. xlsx> 
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<HQEOC Ops_Comms Plan_(lnitial Aug 10).doc> 
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